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LD 61: Message Waiting Lamps Reset 


The Message Waiting Lamps Reset (MWL) program can be invoked 
automatically by the system as part of the daily routines or manually from an 
input device. It is used to deactivate all active Message Waiting lamps on user 
stations and reset the associated status in the system. 


This program cannot be applied to digital sets. 


When LD 61 is loaded manually, 'G' must be entered to initiate the task. 


G command 


Starts resetting the trouble status on all Message Waiting lamps. The program 
does not reset lamp status unless all message center sets are out-of-service 
(i.e., message center is closed and attendants are in Night Service). 


Before running this program, all Message Center (MC) telephones must be 
taken out-of-service by “make telephone busy” and if attendants are set up to 
handle message calls, they must be in night mode. 
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